Message 


From; Clemmer, Jill (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MASSMAIL- 

01/CN=RECIPIENTS/CN=JILL.CLEMMER] 

Sent: 12/1/2011 6:26:07 PM 

To: Nassif, Julianne (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MassMail- 

01/cn=Recipients/cn=Julianne.Nassif]; Servizio, Paul (DPH) [/0=C0MM0NWEALTH OF 

MASSACHUSETTS/OU=MassMail-01/cn=Recipients/cn=Paul.Servizio]; Piro, Peter (DPH) [/0=C0MM0NWEALTH OF 
MASSACHUSETTS/OU=MassMail-01/cn=Recipients/cn=Peter.Piro] 

Subject: preliminary MIDAZ Quants 


The midazolam samples ran overnight last night. The results are preliminary - QC is good (!06% and 103% recovery), 
but there is a carryover peak in the blanks that is mostly insignificant except following higher concentration samples... 


Sample 

ID# 



Midazolam 

(mg/mL) 

0.46 

1.9 

3.08 

0.28 

0.27 

2.42 

5.48 

5.66 

5.44 

5.45 
5.26 


These results are not for reporting. Passing the data to Julie. 
Jill 

Jill Clemmer 

Laboratory Supervisor 

Massachusetts Department of Public Health 

William A. Hinton State Laboratory Institute 

305 South St., room 309 

Jamaica Plain, MA 02130 

617-983-6657 

617-983-6662 FAX 

website: www.mass.gav/dph 
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